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IBM SELECTRIC TYPEWRITER 
INPUT/OUTPUT CONVERSION KIT 


EASY TO INSTALL ON ANY IBM 
SELECTRIC I & Ib PROVIDING 
QUALITY HARD COPY OUTPUT FOR 
ALL MICROPROCESSOR DEVICES 
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ASUBSIDI/ ORATION 




FOUR MODULES 

. SELECTION ASSEMBLY 
. FUNCTION GROUP ASSEMBLY 
. SHIFT ASSEMBLY 
. TAB ASSEMBLY 
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OUTPUT TO 50 PIN CONNECTOR 

USER SUPPLIED POWER OF 27 V 3 1 AMPERE PEAK 

AND 5 VOLT a .2 AMPERES 


2ML $395 
FOB PLANT 

CHECK OR MONEY .ORDER 
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